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INDEX  FOR  LOCATING  COUNTIES  AND  CITIES 


IN  CONGRESSIONAL  DISTRICTS 


Counties 

District 

Accomack   1 

Albemarle   7 

Alleghany   6 

Amelia   5 

Amherst   6 

Appomattox    5 

Arlington   10 

Augusta    6 

Bath   6 

Bedford    6 

Bland   9 

Botetourt   6 

Brunswick    5 

Buchanan   9 

Buckingham   5 

Campbell   5 

Caroline   7 

Carroll   9 

Charles  City   1 

Charlotte   5 

Chesterfield  3  &  5 

Clarke    7 

Craig   9 

Culpeper   7 

Cumberland   5 

Dickenson    9 

Dinwiddie   4 

Essex   1 

Fairfax   8  &  10 

Fauquier   7 

Floyd   5 

Fluvanna    7 


District 

Franklin   5 

Frederick   7 

Giles   9 

Gloucester   1 

Goochland   7 

Grayson   9 

Greene   7 

Greensville   4 

Halifax   5 

Hanover   7 

Henrico    3 

Henry   5 

Highland   6 

Isle  of  Wight    4 

James  City   1 

King  George   1 

King  &  Queen   1 

KingWiUiam    1 

Lancaster   1 

Lee   9 

Loudoun    10 

Louisa    7 

Lunenburg   5 

Madison.   7 

Mathews    1 

Mecklenburg   5 

Middlesex   1 

Montgomery   9 

Nelson   7 

New  Kent   1 

Northampton   1 

Northumberland    1 


District 

Nottoway   5 

Orange   7 

Page   7 

Patrick   5 

Pittsylvania   5 

Powhatan   5 

Prince  Edward   5 

Prince  Geoi^e   4 

Prince  William   8 

Pulaski   9 

Rappahannock   7 

Richmond   1 

Roanoke   6 

Rockbridge    6 

Rockingham   7 

Russell   9 

Scott    9 

Shenandoah   7 

Smyth   9 

Southampton   4 

Spotsylvania   7 

Stafford   7&8 

Surry   4 

Sussex    4 

TazeweU   9 

Warren   7 

Washington    9 

Westmoreland    1 

Wise   9 

Wythe   9 

York.   1 


Cities 

District 

Alexandria   8 

Bedford   6 

Bristol    9 

Buena  Vista   6 

Charlottesville    7 

Chesapeake   4 

Clifton  Forge   6 

Colonial  Heights   4 

Covington    6 

Danville   5 

Emporia   4 

Fairfax   10 

Falls  Church   10 


District 

Franklin   4 

Fredericksburg   7 

Galax   9 

Hampton   1 

Harrisonburg    7 

Hopewell   4 

Lexington  :..  6 

Lynchburg   6 

Martinsville   5 

Newport  News   1 

Norfolk    2 

Norton   9 


District 

Petersburg    4 

Portsmouth    4 

Radford   9 

Richmond.   3 

Roanoke   6 

Salem   6 

South  Boston   5 

Staunton    6 

Suffolk   4 

Virginia  Beach           2  &  4 

Waynesboro   6 

WilUamsbui^   1 

Winchester   7 
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OFFICIAL  RESULTS 
GENERAL  ELECTION 
NOVEMBER  5,  1974 


MEMBER,  HOUSE  OF  REPRESENTATIVES 


1st  Congressional  District 


6  ^ 
.ti  o 


Hampton  

Newport  News   

Williamsburg   

Accomack  

Charles  City  

Essex   

Gloucester  

James  City   

King  George  

King  and  Queen  

King  William  

Lancaster  

Mathews   

Middlesex   

New  Kent   

Northampton   

Northumberland 

Richmond  County  

Westmoreland  

York  

TOTAL  58,474 
PERCENTAGE  OF  VOTE 


13,224 
18,373 
1,146 
3,407 

562 
1,248 
2,343 
2,091 

830 

578 

994 
1,490 

974 
1,398 

744 
1,437 
1,048 

581 
1,028 
4,842 


19 
13 
4 
23 


18 
3 
4 
1 
5 

13 


18 


58,338 
99.8 


136 
.2 


2nd  Congressional  District 


OS 


Norfolk  

Virginia  Beach  (Part  of)  

TOTAL  82,299 
PERCENTAGE  OF  VOTE 


21,298 
11,625 


26,901 
22,468 


32,923 
40.0 


49,369 
60.0 


3rd  Congressional  District 


O  g 

Dm  V 


Wt3 


Richmond  

Henrico   

Chesterfield  (Part  of)  

TOTAL  72,996   

PERCENTAGE  OF  VOTE 


4,018 
2,426 
1,130 


24,880 
30,019 
9,728 


475 
219 
101 


7,574 
10.4 


64,627 
88.5 


795 
1.1 


3 


OFFICIAL  RESULTS 
GENERAL  ELECTION 
NOVEMBERS,  1974 

MEMBER,  HOUSE  OF  REPRESENTATIVES 


c 

1— H  XI 

4th  Congressional  District 

rtis 
rris 

5ter 
litz 

a;    '  w 

Write 
Vote 

3  « 

^cn 

-^'^^^ 

Chesapeake  . 

774 

9,078 

8,755 

44 

1,232 

2,983 

2 

415 

281 

944 

414 

232 

772 

981 

1,442 

3,113 

2,403 

2,761 

4,087 

1 
1 

2,162 

13,673 

9,299 

Suffolk  

3,063 

2,728 

5,657 

Virginia  Beach  (Part)  

143 

1,098 

1,401 

1,183 

936 

2,201 

921 

409 

1,157 

Isle  of  Wight  

924 

942 

1,990 

I  ou 

473 

i  ,<JOO 

999 

725 

1,726 

942 

102 

Sussex  

1,070 

377 

1,516 

TOTAL  101,748   

1  7  90/1 

36,489 

48,032 

3 

PERCENTAGE  OF  VOTE  .  . 

16.9 

35.9 

47.2 

.0 

Q 

c 

5th  Congressional  District 

W.  C.  (D 
Daniel  ( 

Write-1 
Votes 

Danville  

4,794 

32 

Martinsville  

2,551 

11 

South  Boston  

1,045 

1 

888 

Appomattox  

1,162 

1 

3,597 

Buckingham  

1,416 

2 

6,397 

8 

Charlotte  

1,354 

10 

Chesterfield  (Part  of)  

3,303 

31 

1,369 

3 

916 

5 

Franklin   

1,963 

76 

2,359 

5 

2,547 

35 

1,150 

2,571 

5 

1,816 

4 

Drt  j-^\r 

1,039 

7 

7,528 

40 

716 

10 

Prince  Edward   

1,978 

6 

TOTAL  52,751   

52,459 

292 

PERCENTAGE  OF  VOTE  .  . 

99.4 

.6 

4 


Q 

well 

l-H  ^ 

6th  Congressional  District 

rrer 
ndei 

Pan 

kett 

£  " 

«  3 
^  cs 
^  C/D 

3 
cu 

^  3 



Bedford   

12 

694 

357 

459 

24 

317 

221 

360 

16 

259 

485 

493 

34 

437 

789 

Ol2 

34 

329 

302 

O  A  A 

o44 

168 

2,823 

2,864 

6,140 

1 

Roanoke  City  

220 

3,674 

6,130 

8,289 

1 

78 

1,412 

1,196 

2,352 

142 

760 

1,459 

2,903 

Waynesboro  

80 

564 

937 

2,484 

Alleghany   

28 

694 

969 

Q  AA 

1 

Amherst   

39 

1,735 

1,704 

1,469 

Augusta  

327 

1,544 

2,427 

4,529 

3 

Bath  

39 

336 

397 

679 

Bedford   

73 

2,678 

963 

1,483 

Botetourt   

66 

1  224 

1  f\7'^ 
1 ,0  <  D 

1 

36 

loo 

ICQ 

502 

Roanoke   

260 

5,829 

4,082 

8,512 

2 

Rockbridge   

156 

1,214 

1 

TOTAL  101,463   

1,832 

26,466 

27,350 

45  805 

10 

PERCENTAGE  OF  VOTE  .  . 

1.8 

26.1 

27.0 

45.1 

.0 

7th  Congressional  District 

is  o 

S  ° 

o| 

og 

>—,  o 
ai 

Charlottesville   

4,395 

4,564 

91 

Fredericksburg  

1,681 

1,223 

3 

1,396 

2,041 

Winchester   

1,752 

2,852 

1 

Albemarle   

3,918 

5,172 

88 

Caroline   

1,551 

787 

2 

842 

940 

Culpeper  

1,923 

2,088 

Fauquier  

2'509 

2,039 

611 

735 

4 

2,440 

2,868 

Goochland  

1,223 

950 

Greene   

491 

678 

6 

3,103 

4,725 

1,298 

1,439 

2 

1,263 

1,431 

5 

1,315 

937 

1 

1,424 

1,558 

Page   

1,977 

720 

532 

4,292 

6,221 

8 

Shenandoah   

2,567 

3,851 

2 

Stafford  (Part  of)   

1,824 

1,423 

4 

2,040 

1,266 

5 

Warren   

2,056 

1,914 

TOTAL  103,100   

48,611 

54,267 

222 

PERCENTAGE  OF  VOTE  .  . 

47.1 

52.6 

.2 

5 


Olll  viUIlMresolUIlal  1/lslIlCl 

ber 

is,  II 

nfor( 
rris  ( 

rite-I 
Vote 

in  i 

ft  99=; 

r  airiax  County  (Fart)   

30,111 

22,969 

6 

Prince  William  

10,147 

7,523 

1 

Stafford  (Part  of)  

595 

280 

TOTAL  92  082   

53,074 

38,997 

11 

PERCENTAGE  OF  VOTE  •  . 

57.6 

42.4 

.0 

c  ^ 

7111  V^UIll' 1  CoolUllcll  L/lSllli^l 

Charh 
Horne 

WiUiar 
Wamph 

Write 
Vol 

Bristol   

1,791 

2,684 

Galax  

992 

928 

560 

597 

Radford  

1,861 

1,467 

Bland   

816 

983 

4,798 

3,429 

Carroll  

0,Uol 

3,921 

Craig  

600 

372 

3,788 

3,313 

3,245 

2,837 

Grayson  

2,651 

2,154 

3,754 

3,786 

Montgomery   

4,805 

4,892 

2 

Pulaski  

3,551 

3,728 

Russell  

4,105 

Scott  

3,361 

3,890 

4,071 

4,869 

4,738 

5,091 

4,143 

6,423 

1 

Wise   

5,518 

5,425 

Wythe   

2,705 

3,289 

TOTAL  133,969   

65,783 

68,183 

3 

PERCENTAGE  OF  VOTE  .  . 

49.1 

50.9 

0 

S  ^ 

xviiii  v^ongrcasioiiai  uiairici 

O.S2 

Bro; 

Fairfax  City 

57 

2,309 

2,397 

Falls  Church 

30 

1,704 

1,560 

Arlington   

581 

23,845 

20,257 

3 

Loudoun   

119 

5,046 

4,581 

1 

Fairfax  County  (Part  of)  

678 

34,280 

27,854 

2 

TOTAL  125,304   

1,465 

67,184 

56,649 

6 

PERCENTAGE  OF  VOTE  .  . 

1.2 

53.6 

45.2 

.0 
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OFFICIAL  STATEMENT  OF  THE  WHOLE  NUMBER  OF  VOTES  CAST  IN 
THE  COMMONWEALTH  OF  VIRGINIA  FOR  AND  AGAINST  A  CERTAIN 
PROPOSED  AMENDMENT  TO  THE  CONSTITUTION  OF  VIRGINIA  AT 
THE  GENERAL  ELECTION  HELD  ON  TUESDAY,  NOVEMBER  5,  1974. 

QUESTION:  Shall  Section  11  of  Article  VIII  of  the  Constitution  of  Virginia 
be  amended  so  as  to  allow  grants  to  or  on  behalf  of  students  attending  non- 
profit institutions  of  higher  education  and  to  empower  the  General  Assembly 
to  permit  the  State  or  any  political  subdivision  thereof  to  contract  with 
non-profit  institutions  of  higher  education  for  the  provision  of  educational 
or  other  related  services? 


COUNTY 

FOR 

AGAINST 

Accomack.  .  .  . 

1,440 

2,093 

Albemarle.  .  .  . 

4,366 

3,689 

Alleghany  .... 

1,414 

1,032 

Amelia   

662 

357 

Amherst  

2,396 

2,060 

Appomattox  .  . 

705 

531 

Arlington    .  .  . 

16,761 

17,372 

4,168 

3,025 

Bath  

955 

433 

Bedford 

2,335 

1,966 

Bland   

910 

741 

Botetourt  .... 

2,355 

1,409 

Brunswick  .  .  . 

2,531 

1,203 

Buchanan  .... 

1,143 

1,624 

Buckingham  .  . 

899 

572 

Campbell  .... 

4,178 

3,071 

Caroline  .... 

1,043 

721 

Carroll  

2,307 

2,759 

Charles  City  .  . 

414 

176 

Charlotte  .... 

813 

574 

Chesterfield  .  . 

8,688 

5,673 

Clarke   

1,009 

566 

Craig   

493 

421 

Culpeper  .... 

1,969 

1,868 

Cumberland  .  . 

996 

395 

Dickenson  .  .  . 

1,688 

1,516 

Dinwiddie  .  .  . 

2,185 

1,550 

861 

515 

Fairfax  

57,228 

51,468 

Fauquier  .... 

2,114 

1,636 

Floyd  

465 

556 

Fluvanna  .... 

615 

574 

Franklin  .... 

1,487 

753 

Frederick    .  .  . 

2,832 

1,677 

Giles  

1,293 

1,323 

Gloucester  .  .  . 

1,454 

883 

Goochland  .  .  . 

1,010 

697 

Grayson  .... 

1,685 

1,216 

Greene   

450 

492 

Greensville  .  .  . 

1,094 

849 

1,508 

886 

Hanover  .... 

4,156 

3,118 

Henrico  

18,054 

10,863 

Henry  

1,672 

1,068 

Highland 

465 

306 

COUNTY 

isle  of  Wight  .  . 
James  City  .  .  . 
King  George  .  . 
King  and  Queen 
King  William    .  . 

Lancaster  

Lee  

Loudoun   

Louisa  

Lunenburg  .  .  .  . 

Madison  

Mathews  

Mecklenburg  .  . 
Middlesex  .  .  .  . 
Montgomery  .  .  . 

Nelson  

New  Kent  

Northampton  .  . 
Northumberland 
Nottoway    .  .  .  . 

Orange  

Page  

Patrick  

Pittsylvania .... 

Powhatan  

Prince  Edward .  . 
Prince  George  .  . 
Prince  William  .  . 

Pulaski   

Rappahannock  . 
Richmond  .  .  .  . 

Roanoke   

Rockbridge  .  .  . 
Rockingham  .  .  . 

Russell   

Scott  

Shenandoah  .  .  . 

Smyth  

Southampton  .  . 
Spotsylvania  .  .  . 

Stafford  

Surry   

Sussex  

Tazewell  

Warren   


FOR 

AGAINST 

2,317 

1,470 

1,269 

809 

518 

432 

430 

205 

691 

349 

1,009 

468 

2,879 

1,682 

5,574 

3,809 

1,271 

1,065 

721 

494 

1,164 

1,340 

656 

358 

1,730 

868 

833 

595 

4,707 

4,458 

1,043 

925 

468 

322 

941 

533 

721 

395 

1,126 

744 

1,248 

1,279 

1,516 

1,865 

671 

351 

4,069 

3,601 

524 

300 

1,275 

874 

1,135 

980 

9,393 

6,160 

3,077 

3,388 

678 

457 

340 

270 

10,476 

6,574 

1,140 

692 

5,546 

3,976 

3,643 

2,587 

1,272 

1,247 

3,349 

2,259 

4,185 

2,731 

1,945 

1,370 

1,435 

1,323 

1,922 

1,849 

876 

558 

1,350 

1,013 

4,214 

3,536 

1,639 

1,323 
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COUNTY 

Washington .  . 
Westmoreland 

Wise  

Wythe  

York  


TOTAL  COUNTIES 


FOR 


AGAINST 


6,102 
571 
2,019 
2,405 
2,940 


278,289 


2,742 
347 
1,384 
1,600 
2,258 


216,492 


CITY 


FOR 

AGAINST 

CITY 

FOR 

AGAINST 

9,959 

7,893 

1,005 

383 

657 

395 

Lynchburg  

6,331 

4,277 

2,525 

1,137 

Martinsville  

1,686 

1,041 

440 

203 

Newport  News  

11,347 

8,020 

4,4o4 

3,429 

IVT  i?_  11 

OA  O  AO 

20,343 

16,565 

6,569 

7,408 

576 

225 

491 

375 

4,339 

2,458 

l,O0  I 

1  AOQ 
1,OOC) 

929 

596 

Radford  

1,479 

1,616 

3,114 

1,321 

20,255 

8,380 

873 

401 

Roanoke   

9,824 

6,048 

2,408 

1,976 

2,711 

1,788 

1,769 

1,276 

South  Boston  

731 

344 

722 

490 

2,797 

1,706 

1,401 

1,151 

Suffolk  

5,601 

3,344 

909 

435 

17,472 

15,674 

8,651 

5,602 

2,201 

1,354 

1,508 

1,879 

860 

386 

2,193 

1,840 

Winchester  

2,912 

1,128 

Total  Cities 

174,375 

124,133 

Total  Counties 

278,289 

216,492 

Aggregate 

452,664 

340,625 

Alexandria  

Bedford   

Bristol  

Buena  Vista  .  .  .  . 
Charlottesville  .  . 
Chesapeake  .  . .  . 
Clifton  Forge  .  .  . 
Colonial  Heights. 

Covington  

Danville  

Emporia  

Fairfax   

Falls  Church.  .  .  . 

Franklin   

Fredericksburg .  . 

Galax  

Hampton  

Harrisonburg  .  .  . 
Hopewell  


TOTAL  VOTE  CAST  793,289 
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OFFICIAL  RESULTS 
DEMOCRATIC  PRIMARY  ELECTION 
JUNE  11,  1974 

FOR  NOMINATION  OF  A  CANDIDATE  FOR 
MEMBER,  HOUSE  OF  REPRESENTATIVES 


rial                      •         1  r\"  a  •  * 

8tn  Congressional  District 

Richard  L. 
Saslaw 

Herbert  E. 
Harris,  II 

Frank  E. 
Mann 

Alexandria. 

706 

2,127 

2,194 

Prince  William 

488 

490 

386 

Stafford  (Part  of) 

9 

112 

20 

Fairfax  (Part  of) 

1,820 

4,849 

1,215 

TOTAL  14,416 

3,023 

7,578 

3,815 

10th  Congressional  District 

Martha  B. 
Pennine 

Joseph  L. 
Fisher 

Rufus 
Phillips 

Dennis 
Gregg 

Fairfax  City 

254 

189 

120 

44 

Falls  Church  City 

112 

444 

207 

56 

Arlington 

1,017 

6,741 

1,961 

602 

Loudoun 

358 

404 

567 

134 

Fairfax  (Part  of) 

3,907 

3,010 

4,909 

555 

TOTAL  25,591 

5,648 

10,788 

7,764 

1,391 

Democratic  candidates  in  the  remaining  eight  Congressional  Districts  and 
Republican  candidates  in  the  ten  Congressional  Districts  were  either  nomina- 
ted by  Convention  or  were  unopposed  and  no  primary  was  held. 
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OFFICIAL  RESULTS 
SPECIAL  ELECTIONS 
NOVEMBER  5,  1974 

FOR  UNEXPIRED  TERM  OF  A  MEMBER  OF 
THE  SENATE  OF  VIRGINIA 


24th  Senatorial  District 

Frank  W, 
Nolen  (D] 

Arthur  R. 
eisen,  Jr.  ( 

Write-in 
Votes 

O 

Buena  Vista  

426 

418 

Lexington  

651 

730 

2,632 

2,779 

Waynesboro   

1,992 

2,198 

5,015 

4,075 

1 

359 

476 

Rockbridge  

1,378 

1,372 

TOTAL   

12,453 

12,048 

1 

FOR  UNEXPIRED  TERM  OF  A  MEMBER  OF 
THE  HOUSE  OF  DELEGATES 


15th  Legislative  District 

Erwin  S. 
Solomon  (D 

Gordon  W. 
Poindexter,  J 

(R) 

Write-in 

Votes 

Staunton  

2,902 

2,363 

1,963 

2,150 

4,612 

4,097 

1 

Bath   

996 

467 

505 

355 

TOTAL   

10,978 

9,432 

1 
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